Main  Altar  at  Christmas 
Our  Lady  of  Fatima  Church 
Danbury  Road,  Route  7 
Wilton,  Connecticut. 
Our  Lady  of  Fatima  Parish  was  estoblished  May  21,  1953; 
and  the  Church  was  dedicated  October  13,  1953. 
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